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SUSDAT 
MABOH3 


AT NOON OF MAKCII 4TH. 


The Hour When the Senate Alone 


Represents the Government. 


TBE'CBSTOMB POIiOWBD AT THE rSAOODB- 


ATIOS OF PBESIDENT8—HOW THE 
AU 


THOB1TT OF GOVERNMENT IS PEBPETOAT- 


EE—THE PS OBAMME AT THK CAPITAL TO 


BE FOKLOWID. 


The ejes of the whole people of Ihe 


United States »nd of the civilized world 
sre jnst now focussed upon tbe 
of tht American Rf-pubhc, awaiting an- 
other o( these quadrennial occasions iu 
the round ol time and chromol«B of the 
Government when the scepter of sover- 
eignly of ihe people through their So- 
preme Executive passes 
in peaoe- 


lol Bnccensioo from one citizen to an- 
other. The military and civic display 
attending the prograss of the President- 


to the Capitol and the return of 


the President to the Executive Mansion, 
his official residence, is simply an inci- 
dent in the formalities and Constitu- 
tional and statutory requirement* which 
complete this great act 
Since the 


foundation of the Government the ar- 
rangements for the ceremonies immedi- 
ately attendant upon the inauguration 
of a President have been under the di- 
rection of the Senate of the United 
States. 


THE CONTINUITY. Or AUTHOE1T5T. 


In the wise adjustment of all the parts 


and powers of the Constituliob, some 
provision was necessary to establish ah 
unbroken continuity of authority, so 
that an interregnum might be practically 
impossible. The Senaie holds that rela- 
tion to the other branches of tbo Gov- 
ernment. The Senate never dies. Did 
KB powers not lap over into the chaug- 
ing condition of (he Executive aud the 
House of Representatives, the Govern- 
ment would, technically, cease to exist 
every four years. The Senate is Ihe 
connecting link in the chain of succo 
sion from one Administration and from 
one Congress to another. 


At the end of the legislative day of 


March 3, 1889, which will occur at me- 
ridian on March 4, tbe Constitutional 
authority of Grover Cleveland to' exer- 
cise tbe office of President, and the Fif- 
tieth Congress will cease. Tbe Senate 


him attended by tbe committee, tbe 
Vice President-elect will enter tbe Sen- 
ate chamber by the main door. Hia 
presence having been announced by the 
doorkeeper, the Senators will rise. 
The President pro tempore, Ingalla, 
standing) trill gay, Senators: Tbe Chair 
has the pleasure to announce that tbe 
Vice President of the United States-elect 
is in tbe Senate chamber, and, if agree- 
able to him, the Chair will administer to 
him ibe oath of office.' 


The Vice President-elect having ad- 


vanced to the foot of the President's 
dais, there takes and subscribes to the 
oath prescribed by law, after which sol- 
emn transaction he is conducted to a 
seat at the right of the President of the 
Senate. 
That retiring officer, rising, 


pronounces his valedictory, at the con- 
olUBion of which, tne great clock of the 
Semite pointing at the moment of me- 


dian, he declares the Senate adjourned 


without day, 


ALL IS AS KSTANT OP TIME. 


Although but an ingtunl of time hns 


elapsed, Grover Cleveland will have 
ceased to be President, and the entire 
personnel of the House of Eepresenta- 
tives will have officially ceased 
to 


TiKNO TBS OATH. 


Tbe President, as scon ns tbe order 


of arrangements on tbe platform is 
complete, advances to the front and de- 
livers bis inaugural address. Having! 
completed his addnss he tarns, facing 
the Chief Justice in the presence of the 
people; tbe clerk of the Supreme Court, 
advancing between tlitm, holds on bis 
hands (formerly on a velvet cushion) 
an opeu Btble. Tbe President rests 
the palm of his right band upon the 
open page, and repeats, after tbe Chief 
Justice, tbe only oath prescribed by tbe 
Constitution. Having finished, the new 
President leans over and kisses the 
sacred boob, an a symbol of acknowl- 
edgement of his great trust in behalf of 
the people and their institutions. Tile 
Chief Justice then bows and extendu 
his hand iu greeting to the uew Presi- 
dent. Ihts he receives from the head 


NEW TO-DAY. 


NOTICE TO 


E 


STATE OF ANTONIO CAFCRBO, DE. 
cefiBtd-Notice is brreby flivtn by the un. 


derBiRned adminiatratrlx of lhetabove named 
estate 10 the creditors of, and all penoiia hav- 
ing claims against raid deceafed, to eihlbit 
Ihu same together with the necessary vouchers 
wlihiu three months from the first publication 
of this notice, to the undersigned, at her resi- 
dence In lieno, Washoe county, Nevada. 


• MMtS CAPDURO, 


Administratrix ol uia estate, 


REDO, March 1, U80 


FIFTY-GEM COLUMN 


WAll classes of legitimate advertisement! 


not exceeding aix lines, inserted in this column 
at SO Cents per week. 


Mm. Richmond, Electrician. 


Turkish baths and massage cnrracoldE, rheu- 


matism, pnro y»is and other diseases of the 
blood, nerves, giomach and liven 


alone will bridge tbe chasm of time be- 
tween tbe p«st and tbe present in the 
powers of Government. 
Anticipating 


• situation superinduced by tbe provi 
sions of the Constitution. The Senate, 
following the precedent of former state 
transactions of a bimilar character has 
taken the incipient steps by the resi- 
dent of the Senate of tbe eomnnttoe ol 
three Senators to have cUrgo of these 
pu'tly Constitutional 
and 
statutory 


forms. This committee, consulting of 
Senators Hoar, ot Mas^achuietts; Cul- 
lon>, of Illinois, »nd Cockrell, of Mis- 
souri, are now devising plans according 
to usage for the consummation of the wil' 
of the people in the mvetsilure of Ben- 
jamin Harrison, of Indiana, with the 
supreme powers of'Chief Executive of 
the Goveitiment. 


A HT3NDKED -JEABB OF PBEOEDEST3, 


The practice of tbe Senate for a hund- 


red years has established a mode of in- 
Btallation of the Vice-President of the 
United States, who is its President and 
tbe chief officer of the legislative de- 
partment. 
Few peopl* in this Und of 


popular intelligence aud direct responsi 
bility. and interest in the methods of 
Governmental Administration fully un- 
derstand tbe constitutional and statu- 
tory formalities which attend tbe change 
of Administration. Tbe first act in ac- 
cordance with the cnstorn of the Stnnte 
is the passage of a ipsolutirm about 
three wetks before the day lor the cere- 
mony of imiDgnration of the Presideut- 
elect, author zing the president of the 
Senate to appoint a committee of three 
to make tbe necessary arrangements. 
Thie duty has been performed by the 
Senate ever since the inauguration of 
the first President. 
The programme 


having been arranged, a report is made 
to tbe Senate, and having been adopted, 
is carried out at tbe proper time by the 
committee of arrangements, represented 
by the Serpeant-at-artna of that body 
Tbe ceremonies of inauguration begin 
with tbe organization of the Senate by 
the installation of its own president in 
tbe followinig order: On the legislative 
day of March 3, at about 10 A. M. of the 
calendar day of March 4, the Senate and 
House by authority of resolution, will 
name the usual joint committee of i.oti- 
fication of the President of the readiness 
of tbo two Houses to adjourn.' The 
Joint committee having coinrannicated 
with President Cleveland and having 
conveyed bin answer to tbeir respective 
house* that be has no farther communi- 
cation lo make, it now being bat a few 
minutes before meridian, the committee 
of arrangements will vtntt upon Vice- 
president Morton, who will bo in at- 
tendance at the Vice-President's office 
at the Capitol. 


TBE VICE-PB1SSIDBNT. 


Hiving received their notification that 


exist. Tbe Government of the United 
St.tes (or the time being will be ihe 
Senate. 
The new President of the 


Senate the instant bis predecessor re- 
tires from bis sent tnkes the chair. The 
retiring President delners to him tbe 
ivory gavel, which is the simple insigua 
of tbe authority of the body over which 
he prehides. Tbe Senate of tbe new 
Cjugress is now organized. The Chap- 
hm offers a prayti. The Vice Prebi- 
dent of the United Stalls und the PreM- 
d-Lt of the Senate tnkes conlrul of the 
parliamentary administration 
of tie 


constituent assembly of tbo States of the 
Union with brief iLtroductory remarks, 
aud then piocluima that the Senate is 
now in bessiun by virtue of the proila- 
mution of the Piesir.ent, nhich the Sec- 
retary of the Senate ia ordered to read. 
It is tbe practice for the retiring' Ptei>i 
dent, a few days before the inauguration 
of his successor, to call the Senate into 
special session, declaring tbatobjecti of 
interest to tbe United States require 
that the Senate shuuld be convened at 
12 o'clock on the 4th day of March, to 
receive and act upon such communica- 
tions as may be made to it on the part 
of the Executive. He, therefore gives 
notice to all who are then entitled to act 
us members of the Senate to be present. 
This preliminary having been complied 
with, the newly elected Senators whose 
credentials are on file are called forward 
in alphabetical order in groups of four 
oy the Secretary, and the outh ol office 
is administered. The Senators, having 
tnktn the oaih of fealty to the Constitu 
lion aud the l»»s, tnke their seats, and 
the roll of tbe Senate, by Stutee, in 
ulphabetioal arrangement, is complete. 


BECBIVINO THE PBESIDENT ELECT. 
The persons entitled to adiuinMon to 


the floor of tho Senate chamber under 
the rules of that body aud tho pro- 
yrHmme of the committee on anacige- 
uiente, having been seated in the places 
eoerved for them, tbe new President, 
»bo has been escorted from his tem- 
porary residence in tbe city by tbe re- 
tired President ,ind tho Committee ol 
Arrangements, and such attendant body 


f soldiery as the incident demonftni- 
tions have prepared for an escort oi 
honor to the Capitol, enters the Senate 
chamber accompanied by bis predeces- 


Lost. 


One stwrterry roan mare, three yara old, 


about 15 hands high; mane rather rigged, star 
n lorehexd and lump on right bled Ipg, 
He- 


urn <o or address J. W Carroll, Keno. 
A lib. 


;rnl reward will be paid. 
feb21-lw* 


Dissolution. 


Tho partuersM|. that eilsted between J, W. 


McKenny aud J. Kincart i» d'BS'ilved, and J. 
VI. McKenny will collect nil bills due to date. 


Feb. 20 l.w. 
For Sale. 


A nice now cottage house of B z rooms, in 


good locatloo. Lot ICfiHO 
For Bale cheap. 


Enquireof 
B E. HUNTED. 
Rpal Estate Agent, 


of the Judiciary. Tbo Vice-Prebideut I Bow, over Fogg's meat ruarlet. 
advances and extends (he same form of 
8 Mutation on behalf of the Legislative 
co-ordinate branch of the Government. 
When Washington was inaugurated, 
Stain Chancellor Jny, there then being 
no Chief Justice of tbe UBited States, 
proclaimed after this crowning act of 
the new Constitution: "Long live 
George Washington, President of tbe 
United States of America." 


A C4SNON SALUTE". 


The moment tbe President places his 


lips upon the Bible, in response to a 
given signal the batteries in the park 
fire a national salute. The troops pre- 
Btut arms und tbe masses of soldiers 
and citizens at once become electrified 
by the stir of preparation. .The Senate 
returns to its chamber and formally ad- 
jiuriis. 
The committee on arrange 


ments having charge of the President 
escort him to the state carriage, drawn 
by four horses, awaiting him at the 
Senate entrance to the Capitol. The 
Presi ent takes pobitiou near the head 
ot tLe column, which he leaves at the 
reviewing stend in front of the Execu 
live Maubion. The diplomatic corps 
proceed to the reviewing Bland, where 
they form part of tbe brilliant entourage 
of tb« new President. 


Commercial 
mar9-l»* 


THE BANK OF NEVADA. 


THE BANK OF NEVADA, 


RENO, NEVADA. 


Capital Stock, fully subscribed, 
$300,000 


W 


ILL BUY AND SELIi EXCHANGE ON SAN FRANCISCO. NEV 
York, London and tbe principal Eastern and European Cilice. 


M. 0. FOLEY 
President! 


M. E.WARD 
Vice President 


M. MEYER 
B. 8. 06BUBN 
Assistant Cushi-r 


Daniel Meyer, of San Francisco; M. D Foley, of Enreltn; Geo. Ruestli, , 


Elko; M. E. Ward, J. N. Evans, C. C. Penning and L. Abrahams, of Reno. 


Fresh Cows, 


Freeh milch cow» for sale Inqnive 


J. O SESSIONS. 


felil8-tf 
Below the Aejluni. 


of 


Daniel Meyer, M. Erowi, L. Brown and Wlllim Fries, of Sin Franclico; Rj«. 


•ell & Bradlry, ot Elko; K.D. Foley, B. H. Donnelly, W. E Griffin John Torre, n.Jolirsoa. 
of Enrvkii; Frank Golden, of Virginia City; MB Uealey. of Suuinville: Tbto. Winters, of 
Waahoe Valley; J 11 Whited, ol Wadawortb: O, O. Powulng, J. M. Evans, B F. Boun. -„. 
Abrahams A Abrahams, W. H. Gould, Sol levy, M. E. Ward. It.g.Otburn. B. H LtndaB), 
W. D. Phillipn, E. Colin, T. V. JulUn. L. J. Flint. Mrs. D. II. Barktr, J. A. Mitchell. of UPDO. 
- 0 
- ' 
* 


Will Transact a General Banking Bnsluesit. 


Mining and other Stocks Bought and Sold on Commission 


Agents for Several First-Class Insurance Companies. 


BOOTS AND SHOES. 


The Cheapest! 
The Best! 


TASSELL BROTHERS, 


Powning's New Building, East Side of Virginia Street, 


Are constantly receiving, direct from the Leading Manufnclurers of the United 


Stated, tbe Largest and Most Uoniplete Stock of 


BOOTS AND SHOES 


The earlier forms of inaugural cere- 


mony were technically the same, though 
simpler in detail. The present more 
elaborate 
demonstration, ceremonial 


und spectacular, began with the inaugu- 
ration of President Polk on March 4, 
1845. 


At the close of the review the uen 


Pi-esident ia usually escorted to his 
official home for tbe next four yeais by 
ihe ex-President, where a lunclieon lo 
served. After this act of salutatory 
Hospitality the retired President with 
bis family withdraws to hia private resi- 
dence at the Capital and usually departs 
from the city the following day. 


Ihe new President 13 now fully in- 


vested with the powers ol hia office, and 
his wife, or presiding l«dy, takes the 
place of first ludy o! the lunii. 


For Sale. 


One Diebold's latest improved «afe, warrant- 


ed liurglar ptoof and unti-djnamite, price MOB, 
cost $270 ill £au Frnni.iBc.0 
One Koulutte 


Wheel complete, with Table Layout. $liO 
My Mtlo black m«re aud buggj complete, $200 
Euquira of W. D. Bawling, Merchant's Ex- 
chHDbe Snluon, or at Fredricli'a jewelry store. 
Febl6.2w* 


Wanted. 


Man of good selling ability to rcprocnt UR in 


this to»n as soli s-ngent ($H)0 to f..,lCO fccr ji» 
can be made ) Addri ss 


WAN'AMAKER fe BROWN, 


Pbllndvlphia. 


Ihe largest clothing end merchant tailoring 
ouse iu America. 


Shoes and Slippers for Ladies, and General Footgear for 


Youths and Misses 


That have ever been received in this city. Tbe public is invited to call and in- 
spect them. 
Boots and shoes made to order. Eepairmg Neatly Done. 


Leather f.nd bindings of all Descriptions. 


MRS. HAKRISON KNEW IT. 


DRUGS! 


FRESH 


AND 
MEDICINES 


HODCKINSON'S 


Virginia St. Reno. 


She Felt Certnin That General Ben 


Would Get There. 


the Senate u in r»»d)BcEi to recwvtt ewcntttw roMBJoo. 


•or and the committee, acd is shown to 
a seat, Ibe entire assemblnge rising, in 
(runt oi the .Secretary's de»li, the PI- 
Presidout and members ol the Commit- 
tee on Arrangementssitungon bis iigbt 
The Vice President of tbe United SlBteB 
then unnonncea from Ibe i-biur: 


"The SergeaDt-at-nrins \vill now exe- 


cute the order cf the Senate rtlftlive to 
inaugural ceremonies of the President ol 
the Dinted States." 


THE PBOCfSSIOK. 


Tho persons in the Smate chamber 


then proceed to the platform on the 
eastern central portico of the capitol in 
the following order: 


Marshall of the District of Columbia 


and Marbball of the Sapremu Court of 
tbo United States. 


Ex-Presideuts one! ei-Vice Presidents; 


ihe Supreme Court of the United States 
in their robtf, led by the Chuf Justice 
of the United States. 
The Sergeant-Hi- 


iruis of tbe Senate. The Committee ol 
Arrangements. Tbe Vice-Prebident and 
Secretary of the"Senate. The memters 
of tha Senate. The di|,l6riiatic corps. 
The heads of executive departments. 
the members of the House of Eepre- 
HeDtutiveB aud 
E'present&lives.elect 


Governors and ex-Governors of States, 
.ind others admitted to the lljor. 


Upon reaching tbe plHtlorm on the 


(•astern portico the President-elect, Chief 
Justice und committee cf airaugements 
occupy be&ts on a raised duia. The others 
ol the distinguished participants IB the 
scene have appropriate gentg in the 
vicinity. The people occupy tbe spac- 
ious plaza east of tho Cupitnl, and the 
escorting soldiery are misted in tbe 
rear, the saluting battery is ID tae park, 
and the participating soldiery nnd civic 
bodies are formed m positions converg- 
ing upon the plaza ready to swing into 
column 
as> the inaugural procession 


moves from the Cnpitol 10 the reviewing 
stand of thn President in front at the 


Bnssell B. ILunson, while on his wny 


fast, told an I'lti-ie-img htory toa friend 
with whom be 1 ad eUKHgert 'n conver- 
SHtlon, 8«yn a Chicago special to the 
New York Herald. 


"Mother bas always hdd aa ulea, as 


long as I can rtmetnber," said tue 
young man, "thut fatht-r would some 
day be Piesident of the United States 
When ha was defeated for reflection to 
the Senate she cheered him up, and told 
bun biscbauctsfor getting the Presi- 
dential Domnintion wire better oat ol 
tbe Senate than in it, and, oiolher had 
un idea, too, that father would bu nomi- 
nated here by tliia conversion. Father 
was never eangumr', but mother stuck 
to it, though w »H (tared thf< Grebham 
movement would lill father'* chances. 


"Wlien at last the nmrmiatiou was 


uiade I don't tbuik mother »HB sur- 
prihtd a bit, and she told fatbn- be 
needn't com'tin 
himself 
about' tbo 


.-leo'ion at all, as hu would go to tbe 
White House ju-t as sure as ho lived. 
Mother dian't pretend lo know any- 
thing nbout politics, bnt she wonliln't 
give up ber idea tha,. father would be 
JPrtsultut some day. So you see, she 
Knew u-ore about it than most of lha 
politicians." 


That Terilble Liuv. 


"No," said Mrt. Shoddie, "we have to 


pny our fare nowadays, as Ibe railroad 
ouuipunies will not give ClmrleH pa^sra 
on uctouut of ihm nasty rial ehtatu corn- 
inpicti law," and tbm she sigbed anc 
made faces at thtt railroad corporations, 
—Minneapolis Tribune. 


A Great Year for Indianapolli. 


In the last year Indianapolis bag se- 


cured a PirMcJentia! candidate, a Pr 
(ient, natural ^ns, a new pavement for 
Washington striet, a new iass>-nger eta- 
i,on tbut in M grand ua any uty could 
want, and t* fctret-t car line toCrowu 
Hill.—Incliauapulit New-*. 


Party Loynlty nnd Fersounl I'rudenco 


Singularly enough, the amount for 


which General Harrison baa insured hi 
Me—$10,000— corresponds exactly 
to 


tbe sum which Mr. Cleveland squan- 
dered last year in a vain effort to pur« 
chase a second term of tbe Presidency 
—Globe-Democrat. 


When the four new Stales, the two 


Dakotas, Montana uud Washington, ar< 
admitted there will be forty-two State 
iu tbe Union. President Harrison can 
enter upon his admiui-tration, therefore 
with brooming forty*ado.—Albany Join 
n*. 


Portraits. 


Sixteen dullars will bu> a liffc size portrait, 
ranie anil all. Get jour orders ready. Will 
all in a few days. 
E D. MOSS, 


Fur Kent. 


Two.»tory housn for rent on Plaza Stieet. 


Enquire of 
d28tf 
F. M. PAYNE. 


DRUGS! 


UNIOK SALQOft. 


N 


ORTHWEST 
COBNEll OF VIRGINIA 


and dccoud Streets. 


UENO. 


CHASE & CHURICH. 


Tho bent quality of 


Wines, Liquors and 


USTFlce Billiard and Pool Tables attache 


'or the hccomxnodation of guests. 


Tease Moore's randa ol Whisky a Specialty 


Call and See Us. 


W. 0. H. MAR11N. 


W. O. H. MARTIK, 


-DEALER IN- 


Shelf Hardware, Bar Iron, Barbed Wire 


Steel, Cumberland Coal, Linje, Plaster, Cement, 


ja.o3EiioTJ3jTxmja.ij 
Buckeye And ah Other Binds oi Machine Extras a 


Specialty, 


CnCCEKIES, LIQUORS, TINWABE AND CKOCKEHTf. 


for Empire Mower. 


Commercial Bow, Reno, Nevada. 


FIRST NATIONAL BANK. 


D A. BENDER, ITeEldflit. 
a W MAPE3,tiCP-Ficallejt. 
C. T, LIENDEB, Cashier. 
II. 'JAYJXW, \s6l8iant Oatnler. 


RHNO. NRVADA. 


Cash Capital, $200,000. Surplus and Undivided Profits, $77,450. 


Wlti. PIKNIGEi?, 


A.pci,neeary and Druggist, 


DtALEB IN 


Drugs, Medicines, 


Fine Perfumeries, 


Toilet Articles. 


K»"Fre3cripUorj8 carpfully compounded lit all 


lioarfl of tho cloy or night. 


VIRGINIA ST.. - 
RENO, NE7 


RIVERSIDE HOTEL, 


(FORMERLY LAKE HOUSE.) 


Heno - - - Nevad^. 


W. R. CHAMBERLAIN, Proprietor 


( 
HAVE RENOVATED AND BEMODFLED 
thin beautifully situaled Bolel, on 4 
banle of tbe I iu:k«e river, aud I urn now pre- 


i to fmnlRh 


Free Coach t: and from all Trains. 


extending a cordial invitation t 
all my old 


lids nnd patrons, I HDI jour*, 


31-tt 
'.V It CHAMHEnLAIN. 


< 
T. K, KYMEE.8, 


LIVEUT, FEF.O AKD SA1E 


STAi LB, 


Oo», Sierra and Second 8t8.,Bero,Kev. 


Horaes, BnifKlos and Sciildle Wont, 


— TO LET'-*- 


And Hortci Boordod by tbn Day, ««,«kcr 
Montn. T"»m»to »uiilhetim«i 


ave also attached a large Ha: 


with *»od Stable,. B*£°^«$Y>!T 


A GEivLllAL BANKING BUSINEfc.3 TRANSACTED. 


Prompt attention given lo nil business entrusted to our curs. 
Foreign and Do- 


mestic EiobuDge bought uud sold. 


PRINCIPAL CORRESPONDENTS: 


BANK OF CAIIFonNIA.ScnFrnncinpo; 
AM kXCHrfNG)! FAT DANK, hnw Vork; 
BI.OWS, SllltLEY i CO , LuLdon; 


NAT DA 
X K D. O. MILLS fc CO., Sacramento; 


C O N l l N h N T i L .^AT B4^K. Chicago, J11. 
BANCA DI'NI KALE, Genoa, Italy. 


IT>II=l.EO'X'OjF»S: 


W. 0. H. MARTIN, A.H.MANNING, GEO. W. UMPE-i. D.A.CfcNDEK, O.T.PIiSDER. 


1". LKVY & BHO. 


F. LEVY & BROTHER, 


THE RELIABLE 


Dry Goods, Carpet and Cloak House, 


Will dispose of the remainder of their 


CLOAKS AT GREAT SACRIFICE. 
• 


No Cloaks will be kept over for next season. This 


means Bargains. 


LANGE & fc- CD MITT. 


The Cheapest Place in Reno 


-*—FOR 


PARLOK AND COOK STOVES 


AJSTD PLUMBING, 


Hardware, Groceries, Paints, Oils, Window 


and Pocket Cutlery. 


9OHMITT - - - - COMMERCIAL 


JEWS PA PER I 
JEWS PA PER I 


tfifewnfc Cemetery 


fl4f ft/low* Cemetery. 


c*o WRING'S AD urnEI M 


250 Beautiful Lots For Sale! 


e 


A R^RE CHANCE FOR INVESTMENT AND A HOME 


THE MOST LOVELY PORTION OF RENO. 


STATE UNIVERSITY. 


SUPERIOR EDUCATION AT HOME. 


State University of Nevada, 


> .A.T XUEJNO. 


F F E R S EXCELLENT OPPORTUNITIES TO 
Young Men and Young Women who desire to ob- 


_^ tain a good education. This institution, being a 
part of the Public Sc.hool System of the State, TUITION 
IS FREE to all residents of Nevada. 


Five Schools, or Departments, Have Been Organ- 


ized at the University: 


* 
x 


1. The School of Mines and Mining Engineering. 
2. Tne School of Agriculture. 
3. The Normal School. 
4. The Business Department. 
5. The Academic Department. 


TBE SCHOOL OP MINES AW MIXING ENGINEERING Includes a thorough course 


of atudv in Mitheinaticu, Natural ^& 
e and the English Language. Graduates of tills School 


will receive tho degree of Mining Engineer. 


THU SC"O"L OF AGiilOUr.'lUI'.E includes tho fundamental branches of mathematlcu 


natural science, the E glish language and obstrvatlon and tipjrltne t« cownecltd »iih tL 
farm and tiarden. Students in tUs HCbeol »JII be given an opportunity to defray a portion o 
their expenses by working on the University farm. 


THE NOHMAL SCHOOL includes the studies prrsued in llio Elementary and High 


@"hoo'8 of Nevada, tho history of educati n and the thcor) and practice of tcacliing. GradnateH 
ot the Normal School vril> receive c< rtifli ales valid in any Public firliool nf the Slate. 
til". BUSINESS DFtARTMENr inclnaes tho Bind? of Arithmetic, Bookkeeping, Cora, 


mercial Law, Business Forms and the English 1 anguage. 


THE A<Hl>l!!viIO DEPAKTMENT includi-s tngllsb, Latin, Mathematics and Katural 


Science. Graduates of thin Department will receive thu degree ol' Cache lor of rts. 


The 'University in eqnippcd with • Library, Geological Cabinet and Physical ond Cncni- 


leal Laborntories. Pint-class lacililles for Asuajmg will soon be provided 


Practice iu reads g, sii'glng rtec aiming, • ssa] wriiing and public speaking is nftbttlfd by 


rhetorical exercises, conducted by the ProfeakorB »n." 05 tie literary torn-lit s o tr« Ei iveisily 


Koom rent and good board in respectable familits can be tad for IIBS thru $25 per mouth 


further information address 


Ls ROY D. BROWN, President University. 


Reno, Nevada. 


Pacing toe Truckee—The Aristocratic Riverside Avenue Driveway—Splendid Sewerage—Eealthy Lo- 


cation and Safe From Fire. 


The proprietor is now ready to receive proposals for lots in Powning's Addition. 
The map gives a good idea of 


the Tract, which is situated between the Central Pacific Railroad and the Truckee River, and commences on the west 
at a point three blocks distant from Virginia Street, making it the most central and convenient of. any portion of the 
rapidly growing town of Reno. 
Unlike any olher part of the town this Addition faces the beautiful Truckee River 


and Riverside Avenue is certain to become the fashionable driveway of the country. The streets are 80 feet wide, 
while Riverside and Keystone Avenues are intended to be 100 feet in width. All alleys are 20 feet wide. 
The soil 


is a rich gravelly loam, and susceptible of the highest state of cultivation. 
Being situated as it is it is more safe fmin 


fire than any other section 
The regular lots are 50x140 feet. The sewerage is perfect. 


Before .Saying Elsewhere Parties will do Well to look at These lots. 


RENO 


Reno's geographical- posi- 


tion is excellent. 
It is on 


the line of the Central Paci- 
fic Railroad, only 154 miles 
from Sacramento, an<J 244 
miles from San Francisco 
It is the terminus of the Vir- 
ginia and Truckee Railroad 
running south, and of the 
Nevada and California Rail- 
road running north. 
It has 


two Flouring Mills, Planing 
Mills, three Nurseries, a Soap 
Factory, Reduction Works, 
and other industries. 
A 


great Woolen Mill and a 
Sash, Door, Blind and Box 
Factory, are about to be 
established. 


Reno has the Bank of Ne- 


vada with $300,000 capital, 
and the First National Bank 
with $200,000 capital. It 
has two fine papers in the 
DAILY and WEEKLY NEVADA 
STATE JOURNAL and the Daily 
and Weekly Gazette. 


Reno is the natural home 


of the Alfalfa, and therefore 
the great cattle headquarters 
of the State. Here are fed 
the prime beef for the Cali- 
fornia market. Reno pota- 
toes are the best in the 
world, and she also excels in 
Strawberries and the small 


RENO! 


Has 5,000 Population and 


is Growing Rapidly, 


The Loveliest Town! 


The Cleanest Tovn! 


The Wealthiest Town! 


The Healthiest Town! 


fruHs. 
Reno 


the first prize 


Wheat 
at the 


New Orleans Exposition. 


took 
great 


is always 
.The State Fair 
nelci at Reno. 


Reno is the County Seat 


of 
Washoe 
County, 
the 


wealthiest county in 


R E N O 


Is Supported by the Richest 


Farming Country of Nevada, 


Northern 
California 
and 


Southern Oregon. 


RENO 


Has no equal in Nevacia or 


California for salubrity of 


climate, wealth of soil, di- 
versity of products and sta- 
bility. Situated in the very 
heart 
of 
the 
celebrated 


Truckee Meadows the future 
of Reno is assured. 
Reno is 


the City of Homes. 
There 


is not a house to rent in 
Reno. 
New buildings are 


occupied as fast as erected. 
Reno has advantages which 
no other town can equal. 
The climate is mild and gen- 
ial in Winter, and even and 
healthful in Summer. There 
are no excessively heated or 
severely 
cold 
terms, and 


while the days may be warm 
in Summer the nights are 
deliciously cool; in Winter 
sleigh-riding is the exception 
and not the rule. 


Facilities 
for .irrigating 


surpass any in the State, and 
there is no failure of crops 


Reno has Churches of all 


denominations, BishopWhit- 
aker's School for Girls, Mt. 
St. Mary's Academy, the 
State University, and splen- 
did Public Schools. 


The Reno Water Co. fur- 


nishes ample pure, cold water 
for all purposes. The Reno 
Electric Light Co.'s electric 
light system, already wel' 
established, is' being aug- 
mented. The Reno Gas Co 
supplies gas for all purposes 
The streets of Reno are light- 
ed by electricity. 


RENO! 


s the Railroad Center of Nevada. 


MiMKG APPLICATION NO. 587. 


UNITED STATUS LAND OFFICE, 
1 


CUnsoN CITY, l\evado, February 2C, 1889.1 


N 


OTICE IS HKBEBY QIVEV THAT THE 
Wiehoe Quicksilver Mining Ccnipaiy, B 


corporation existing under nnd by virtue of 
he hiate ol Nevada, by'l hennas HeynolJ.a its 
President and attorney in (net wboao Poetofflce 
sdiiress IB \irgiuia City stoiey county, Ne- 
vada, lue this day filed his application for a 
latent for the claim of 'he Woshop Qniclallvir 
Miumi! Company conbieting of the foliovmg 
described hve rilvisioi B: 
Ko. 1, l^foyettp 


vo. J, HorFeshoe, No. 3, Mary Ann, 2to. 4, 
Gladstone and Ko 6, New Denmarl, each of 
I,BOO lineitr feet on tbe quicksilver depoiit, 
bearing quicksilver or any other prm.imis 
met .Is connected tuerewiih, with surface 
jround Mil) feet in width each, all situated in 
Steamboat Mining.Liifctrict, county of Washoo 
Nevada, and designated by the field notes and 
official i-lut ou lilein this office asL"t No it, 
in her-tion 32, Township IK Norili. Uange '20 
East, M D. tl. Said lot No. 42 being described 
as fol ow&: 


Field notes oft). 8. Survey.no 43, Township 


18 North, Range 20 r set. Mount Dlable bnne and 
meridian, claimed by the YVnehoe Quicksilver 
Mining Company, and consisting of five divis- 
ions: No. 1, Lafayette, No. 2, Unrsrsboe, No 
3, Mary Ann, No. 4, Gladstone, and '-o 5. New 
Lieiimark, and the minlug premises appertain. 
ing thereto, Bltnatcd in Steamboat MiuiDK Uis. 
1rl< t, coun y of Wasting and Sta e of Nevnda. 


Fiel I noics of 1 IviBion Ko. 1 Lafayette, U. 


S. survey, No 42. in hi c Hi, 'iowmuip)8 orth, 
l'mit,c M) Fiit!. Alounl Dinblo Meridian. Begin, 
ning at the youthen t corner of Lafayette di> 


s the Educational Center of Ne- 


vada. 


REN O 


Is the Healthiest Town in Nevada, 


R E N O 


Is Great, and Alfalfa is King 


Safest Investment 


IN THE STATE 


RENO 
PROPERTY 


Is tbe Cheapen on the Coast 


M ion Ko I, nt a putt marked "Lafayette P. 


1. w Q M <^o , O. S. Survey. >lo.42," and 


luniu tj, theuco 


t-uur e—N 
17 degrees .05 
minutes 


W, at 750 feet Intersected post No 4, of Divis- 
ion >"o. B, JNew Denmark, n b bur\ey. No. 42, 
T 18 N, '« a> E, M D M, l.'.OO feel to po«t 
marked. "Lafayette P No 2, W Q M fo, I). S 
burvey, Ko 42," identical with post No. 1 of 
Divii-ion No 3, Mary Ann, U B Sur cy, Ko. 42; 
theuco 


Second course—s 11 degrees f5 minutes W, 


at 300 feet M t cer ter monument 000 feet to post 
marked "Lafayette No. 3, W Q M t o 
TJ. h. 


Surrey Ko 12." idenutnl with post No 4, of 
division No. 3, Mary Ann, U S Survey No. 42, 
and post No 1, of division No 4, Gladstone U 
S Burvey, No 42, and post No 2 of Division 
No. 'i. Horseshoe U S Survey No 42. 


'1 he \ setiion corner in north line of sec- 


lion 3-', 1' 18 N, U 2<i B, M D M, bears Iiom said 
post N» 3, of division No 1, Lafajette, U " 
Survey, ^o 42N.21 minutes wtsi, dktaut 1.MJ8 
feat, Uienco 


'third com so—S 17 degrees .05 minutes oast, 


1,500 
iPOl tu pnst 1.1'THid "Infuyc-tie P, No 4, 


W Q U Co , tl S i.uivey N" 42" identical with 
post No 1 of DiviRion > . . Iloraesuoe, U S 
hurvtv, No tl, tbcnoG 


Ftnit ih course N 72 d* j,recs 65 minutes K, at 


3(10 feet left ceuter in uument, GOO !>>et to 
poet marked "LuUjettc P No. 1, W Q M Co, U 
Sbur.t-j, No. 42," the pumt of brgiimiiig. cau 
tuiniug AJ.68 acres. 


Flela notes uf Ulvi ion Ko. 2, Horseshoo, U 


8 Survey No. 42, in Section ,12, T 18 N, K W E, 
M D M : Beginning at a pest mnrked Ml 8 P 
No. 1, W Q .« Co, U S Burvey, No. 42." identical 
with post No- 4, DlviRiou No 1. Latayettc, U B 
burvij'iio 42 an" running, thence 


Flrtt course—N 17 d greca 0^ minutes W, 


1 500 le^t in woBtprly side lino of Division No. 
1, Laiayette, U b Survey No 42, tit post lunrkcd 
••11SP No 2. W Q M Co US surv. y. No. 42," 
lnenticii) witb post E^o 3 of Division No 1, La. 
fajette. D S --urvey No 42. pout No. 4 of Divis- 
ion No. J Mary Ann, U 3 burvey So 42, anil 
post No 1 in Division No 4, CilidHtone, U H 
burve> No 42, whence the M section corner in 
north lino of becti.iu "i.i. I' 18 N, u 20);, M D 
M, bears N 21 miiinteo W distant 1808 leet, 
hence 
Secon'l course—S 77 degrees 55 minutes W at 
00 fret Idt (.outer m unmeut OOU feet to post 
narki'd "11 8 V No 8, \\ Q M Co, U 8 Survey 
so 42," identical with post No 4 of Division 
10 4, Gladstone, L'8 ^(ui>e>, No 42, tliencu 


'Ihiid cuurae-B 17 degree* 05 minutes E 
,COn leet to post marked " a S P No. 4, W Q M 
'p, U S 8ur%o> No. 12, ihence 
rourtb course N 72 d urees 51 minutes E at 


SOO leet, lelt center monument uGO leet to pott 
marked "H b P so. 1, W Q M 
1 Co, U 8 Suiv > 


No. 4.'," the point of beginning, containing 


') fell acres. 
Fiel i notes of Division No. a Mary Ann U S 


8ur\cy, no 42 In we 3J. 'I 
1 IH N, li 20 E, M 1) M. 


Begmuing at a post marked "M A P No. 1, W Q 
M Co, U M Survey No tZ," identical with 1'OSt 
No. 2, uf Division No 1, Lafi^etle, U S Survcj 
No 42 and running, ihenco 
First cc.urse—N 17 degrees 05 minutes w at 170 


feet, Inteihcctrd post No. 3, of Division No 6, 
Now Denmark, U B survey No 4/, 1,500 feet to 
ptist murled "M A P No. 2, W Q M Co, C S 
Survey, No. 4V thence 


Sccuiul couise—s 72 tiegiees 65 minu'es W at 


300 feetleitcentfrmonuii'fnt (JOOIect to post 


M A P So 3, « Q M Co, U S burvey 


No. 4'i," identical with pott No. 2 of Division 
No I.Gladstone, U S Siuve 
No. 48, wlunui 


thu H stcliou corner in uurtli lino of teclion 
32, T Inmr.h, U ME, M D M, bears north U 
dei/rees 37 miuntts t, ijisumt 010 01) loot, thuni a 


•Ibirdcoumj-sn digncs OOuin Eat 1,600 


feet to post marked "M a P No 4, W Q M Co, U rt 
8nrv»y No 42," identical "lib post No. 1, of 
Division No 4, Gladstone,!) b Surv.iy No 42. 
pout No 2, of Division number '2, Horsesh'ie. 
0 3 -urvoy No. 42. and post No J of Division 
No. 1, Lafayette, D S survey. No. 4J, 
Ihfc ii fCLliiu corner iu nurth line of bcctlou | 
3S, T IH N, H 2ii E, M U \1, bours north 21 tain, 
utes n iiiBtnut I8ii8 feet, tfeenco 


Fourth course N li decrees 55 mlnutfs E at 


300 fee* left center luonunu n fcdO feel to post 
mi.ri«d"M A Paul, IV Q II Co, U S Sutv y 
No 42," tho point of bepmninK. identical witli 


ist uumbm 2 of Dlvithin number 1 , 1 ofajette 


of Division nnraber 1, Lafayette, U 8 Survey, 
No 42, and with post number 4 of Division no. 
3, Mary Ann. U 8 fiuivey numb.r 42 \vhcuce 
the 34 section corner ill north liuo of section 
32 T IB north li 20 east, M iJ M, bears north 21 
minutes W, distant 1SG8 feet and running, 
thence. 
Fiist course -S 17 deg. 05 min. W, 1,500 feet to 


post marked "Olod. P No. l!, W <J M Co, U S 
burvey No. 42" identical witb poet number 3 
ot Division number S.Mary Ann, U 8 Suivey 
No 42, whence the ^ section corner in the 
north lino of section 3^, T 18 north.lt 20 cast, 
M D M, bears N 44 degrees 37 ni.nutesE distant 
CIO 9 feet, them e 


Second course—8 72 degree 55 minutes W at' 


SCO f e't leit center monument Gl'O fett lo post 
marked "1.1 id P Lumber 3, W Q M Co, U S 
burvey number 42 thfUce. 


fbird course-S 17 decrees 05 minutes cast 


1,500 fett to post maikid • Glad. P number 
4, n Q M Co, U N Survey, number 42 identical 
with poet number 3 of Division: number 2, 
Uomechoc, U B burvey number »2, theme 


fourth courtc—N 7^dc,rets65 mlnu is E at 


3SO teet lett center monument 000 feet to post 
marked >OI«d, P Lumber 1, W Q M Co, U 8 
.-urvey number 42. tne point of beginning, 
containing .O.M to 03. 
Field notescI 1'ivision numbers,New Den- 


mark, U 8 Survey number 44 )n section 32. T 
18 N, H 20 E, &I l> M. BeiminiDi; at a post 
marked "N n Pniimbi-r 1, W Q M Co US sur- 
vey oumbrrH: and running, tuence 
first ecu so-N 
17 
degrees .05 minutes 


W, 1,51(0 leet to post milked "N DP no. S. IV Q 
M Co, U Sbnivej. nmilxr42," Ihencc 


Seconil course—B li t'egrcet) 55 minutes \T at 


300 feet left c. n'or mouument COO leet to a post 
in easterlj gide 111 e of Divisl in number 3, 
viarj Ann, D 8 Survey number 42 ma»ied"il 
u P number 8. W Q 11 Co, U 8 Survoy num>wr 
42," whence the '< sa linn corner in rorttt line 
ol section 3'2, 1' It north. It 20 ejsiMD M, beiie 
north iO degrees 31 minutes W, distant 1,040 
leet, theuco 


'llitrd course,-S 17 degrees .05 minutes E inNk 


easterly bide lines of Division No. 3 Mary Ann ^» 
C SSurvej No. 42 and .^vision No. 1 Lain}cue 
USburvej No. 42 tnt< rmcling it 75J feet the 
postmark^ "M A P number 1 W Q M Co, U S 
burvey numbei 42" and "Lafayette P number 2 
W Q M Co, U 8 survey number 42" 1600 feet to 
p st markc't "S D P number 4 W Q M Co, U 8 
buivey number 4i" whtnto the post marked 
"Lafayette P number I W Q M Co. V S burvey 
nuuibet 42" bears s 17 degrees .116 minutes Edis- 
tant 700 I. it. tuence 


Fourth Couise- N 72 degrees 55 minutes E at 


30U leet lelt ceuter monument <>00 feet to post 
mark"d "N D P no I \V Q M Co. U 8 8urve> No. 
42", 
the point of brgiiiinug. containing 20 CC 


acr*s, Bearings true, wi h u magnetic variation 
of \6H decree* ». Total areii ol the above de- 
8'ribtcl fivu dHis'ous constituting the Wuslioe 
QuickU v«r timing Company's claim conviin 
luj J acres nud lb bouildtd ou the south t nd 
11-iCHoi I'ivisiiinnol, ijiiuyctte USSuncy MJ 
4^«nil LlMslon No 3 llorncshoc II S Survej, 
No 12, b) t''" claim oi Fe ix Mjne . 


Ihe lotatn.jB ol the ubi»ve dchcnbcd five d!- 


Ti-f' "S ar i recorded m the KecordiT's oflico of 
Wc^j e county, Ni-vad , iu Bool A of Miuiu:; 
Luc^uons, paues 4113 401 ond 4K5. 


Aiy ucd all peisens cluiming adversely nr>> 


portion of smd Division No 1 Lsfujctlo, Divis- 
ion No '2 Hoisethoe, Division ^o 3 »ary »nn, 
Division No. 4 (Gladstone and Division No 5 
New Demnsru constituting the Wusuoo Quick- 
silver Mining Company's clnim or surface 
ground are required lo file ihiir udterso claims 
with the Kegintrr of tno United 5t, 'cs Lain! of- 
lico, at Caraou City, Suite of f.evs'ln, during 
thn suty duys »f pulioution hereof or they will 
be Uarrrd by virtue ol tho provisions of »ho 
btsiuie. 
O. II. GALLUP. 
Kegister. 


in coinpariso; 


othwroith* * 


with that ol 


1 O1CO 


mnllpurtl, b; 


i r t n |T oui r.ia „ 
its ami guurit «1, i 
;> e rnn »cc Hum 
'fend I rot* to OIK ixi>on m 
each locum, th" M.> bl.t 
.^g-mncliUi< r.nidc in toe 


o^d.^ith all tin. 3U!tt)iiiicnu. 
c willaleoaentl frcua com- 
ae line of cur coith and\al> 
ibltf nrt smni li s Inrclumtv* 


thosti vlio mn\ call Jit \our 


^nic. find flfter !& motnlit til 
nil bccomo your own prop. 
ny. 1 itit (Trend macliliic It 
.undo flftrr lln jSillicc*' p*- 
lenta.vlnch hnve run out; 
before p&lrntR run out it laid 


for Sl»:«. w i t h theill'rh- 


, 
„._., 
"uiftulmiuhlnetn Ili^worlil 
All U 


free. No capital rtaBir^d. M«in. brief Inktmiiioui gtvtn. 
Tltoie Mrbownto lo us at once can tfcuro fk*ee the belt 
•e« inp-nitcliliio in tbd world cud Ibe flnetl Unftofwork* 
oftiich art ever shown touuhir In Amen 
ds CO., Bos 110, -* 


. 


Beit, utronKMt, 


enca. TRV 
u. Muiut>> 


tllllPUCCpm 
'tJ 
J 


?J.J' 


.(.old lliinlii.r; Cfai. ^ 


lotll Indies1 rni! so..-. 
Hie;, \ritU wu-lts ti 
cr.Ers ft 
eoiiul vnli *. 


Our X*criioii in each 
iltly cln sicure one free, 
nhrr itith cur 1 trps inii 


^ahtfll)lo line of ItoiliM*. 
Iiolil Samples, llitss 
oatnplci,nsuHla»tlicwauli, 


mi Free. «nd "«« you liove ko|it item m your 


him. for «rSwiitu «i'l •'!»'• »!!""> <» <»«•,"'w •»»>' 
tarni calwTthir tntmm > our m>n |iroprrt» 
Tlloio who 
Sri", i once <•«" IH> Buri of nramaff lln Watch find 
wnw ni_uitvw ^ 
^ cspi-e". frclphr, ctr 
Addrfii 


pnst uuoibei 2 of Dlvitidii number 1, J oajette 
U S suivey uuiubir 42, contslning 2066 acres 


Field rutts ol Division number 4, Gladstone, 


U s Suntj. f.o 42, in Sc-tion 3i, T la N, H a> 
E, M D M: 
Heginuing at a post marked 


"Olodstone t No I W Q 11 Co, C S burvey, no 42 
Identical with post No. 2 of Division No 3, 
Mueeshov, V d Bom?,»» 43, fan cujnBer 9, 


FOB SAIL 


T 


HE FOLLOWING VALUABLE PROPERTY 
la offered for sale by thu Frechill estate: 


Two dwelling houses on Virginia street, of> 
poiile City Hotel. 
Two dwplllnn houses, uorlliwce! corner ^ Ir 


ginla and Fourth streets. 
For full particulars enquire of 


TH.UfK (.OLDEN, »rii,,juirlroKir. , 


•TOW 
N 


KWSPAPLRl 
SEWSPAPERl 


